280     NONDOCKETED ITEMS

9203110012 Requests change of address & cancellation.respectively.on subscriptions to
info notices.

HOSFORD.A. Stone & Webster Engineering Corp. 92/03/05. Office of Nuclear Reac-
tor Regulation, Director (Post 870411). 2pp. 60897:279-60897:280.

9203110105 PNO-lV-92-017:on 920305,corrugated sheet metal panels blown off turbine
bldg due to high winds. Panels landed in main switchyard causing fault on main trans-
former resulting in turbine & reactor trip.Plant currently in hot standby.
HARRELL.P.H. Region 4 (Post 820201). 92/03/05. 2pp. 60849:203-60849:204.

9203110106 PNO-I V-92-014A:on 920227,plant heatup in progress in preparation for unit
restart following completion of licensee corrective associated w/920220 reactor trip.
HOWELL.A.T. Region 4 (Post 820201). 92/03/05. 2pp. 60849:205-60849:206.

9203110110 PNO-IV-92-016:on 920304,teletherapy sealed source failed to retract after
completion of patient treatmentAddl patient exposure was 1 rad.
MCLEAN.M.L Region 4 (Post 820201). 92/03/05. 2pp. 60849:207-60849:208.

9203120321 Forwards biweekly listing of generic communications being considered or
under development by NRC.for info.

BERLINGER.C.K Generic Communications Branch. 92/02/28. WAGNER.P. Institute
of Nuclear Power Operations. 6pp. 60894:205-60894:210.

9203130283 EN-92-020:on 920312,notice of proposed imposition of civil penalty in
amount of $20,000 issued to licensee.Action based on violations related to inadequate
procedures or operations staff failure to follow procedures.

TROSKOSKl.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-91-185. 92/
03/09. 1 p. 60948:350-60948:350.

9203130288 EN-92-021:on 92031 S.notice of proposed imposition of civil penalty in
amount of $250 issued to licensee.Action based on violation involving removal & rein-
stallation of licensed device by untrained & unauthorized employees.
URYC.B.,   EBNETER.S.   Region   2   (Post   820201).   EA-92-032.   92/03/10.   1p.
60948:349-60948:349.

9203130292 EN-91-077B:on 920302,notice of proposed imposition of civil penalty in
amount of $1,500 issued to licensee.Action based on improper disposal & possession
of matl that resulted in radioactive source ending up in trash on sidewalk.
LIEBERMAN.J,  Ofc  of   Enforcement   (Post   870413).   EA-91-129.   92/03/02.   1p.
60948:348-60948:348.

9203160061 PNO-IV-92-017A:update to previous preliminary notification re plant trip due
to high winds.Licensee in process of performing isotopic analysis of insulation to de-
termine level of contamination & which isotopes present.
HARRELL.P.H. Region 4 (Post 820201), 92/03/09. 2pp. 60908:061-60908:062.

9203160122 PNO-I V-92-018:on 920309,Unit 2 shut down to repair SG tube leak.During
repair.increase in SG tube leakage exceeds minimum detection.Licensee attempted to
locate leakage tube & currently evaluating increased shutdown risk.
JOHNSON.W.D. Region 4 (Post 820201). 92/03/10. 2pp. 60911:134-60911:135.

9203160161 PNO-l-92-011:on 920309,emp!oyee of Bloornsburg Hosp notified Region 1
that nine spent Tc-99m/Mo-99 generators had been placed on porch of private resi-
dence by Del-Med driver & recovered on 920308.

COURTEMANCHE.S.,   SHANBAKY.M.   Region   1   (Post  820201).   92/03/09.  2pp.
60908:346-60908:347.

9203170092 PNO-ll!-92-012:on 920311,coupled CRD removal to replace O-ring allowed
leakage.Estimated 2,8000 gallons of water drained from reactor vessel.Control rod
reinstalled & successfully unlatched from control blade.
HSIAA, CLAYTON.B. Region 3 (Post 820201). 92/03/13. 1p. 60989:309-60989:309.

9203170275    PNO-V-92-006:on   920307,earthquake   w/richter   magnitude    of   5.2
occurred.Earthquake centered about 38 miles southwest of plant.shutdown since 1976
& in SAFSTOR decommissioning status.Plant walkdown performed & no problems
noted.
CILLIS.M., YUHAS.G. Region 5 (Post 820201). 92/03/09. 1p. 60924:342-60924:342.

9203170372 Partial response to FOIA request for documents.Forwards App B
documents.App B documents also placed in PDR.Review of add! records subj to re-
quest still ongoing.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063.

-9203180190 PNO-ll-85-037A:State of FL completed radiological survey of LB Foster
Distribution Ctr in Tampa.Total of 16 casings found w/radiation levels between 15 &
40 micro r/hr.Casings segregated from rest of inventory.

TROJANOWSKI.R., STOHR.J.P. Region 2 (Post 820201). 85/04/16. 1p. 61213:151-
61213:152.

9203180030 PNO-11-92-013:on 920306,licenseediscovered packing leak on C resistance
temp detector bypass loop isolation valve. Plant shutdown for repairs.
GLASMAN.M. Region 2 (Post 820201). 92/03/06. 2pp, 60935:078-60935:079.

9203180037 PNO-I l-92-015,informs of extensive local media coverage given to Dept of
Labor proceeding re complaint filed by A Mosbaugh.Former employee claims dis-
charge for raising nuclear safety concerns.
SPARKS.S, Region 2 (Post 820201). 92/03/11.1p. 60935:082-60935:082.

9203180043 PNO-11-92-011:on 920302,Co-60 tetetherapy source failed to retract into off
position during treatment of patient at hosp.Licensee continuing investigation of cause
of failure of source retraction.
WRIGHT.E. Region 2 (Post 820201). 92/03/03. 1p. 60934:359-60934:359.

9203180096 PNO-ll-92-012:on 920305.local newspapers & radio stations reported on
removal of Cs-137 source from below ground irradiator cell on univ campus.State of
GA & region confirm that no incidents occurred.
CONNELL.C. Region 2 (Post 820201). 92/03/05.1p. 60935:349-60935:349.

9203180117 PNO-ll-92-014:on 920305,State of GA notified NRG that licensee Picker
model C9 Co-60 teletherapy source failed to retract into "off" position for second
time.Patient fractional treatment in excess of prescribed dose by 36%.
CONNELL.C. Region 2 (Post 820201). 92/03/06. 2pp. 60936:094-60936:095.

9203230083 PNO-1 V-92-014B:updating info provided in PNO-IV-92-014A dtd 920305 re
licensee ongoing investigation of 920228 noise event.On 920316,similar noise event
occurred.State of KS being updated on status of event on periodic basis.
HOWELL.AT. Region 4 (Post 820201). 92/03/17. 2pp. 60984:154-60984:155.

9203230103 PNO-V-92-007:on 92031 S.licensee initiated shutdown per TS 3.0.3 & de-
clared unusual event due to indeterminate status of minimum flow recirculation isola-
tion valves in safety injection & containment spray sys.

CALDWELL.C., JOHNSON.P. Region 5 (Post 820201). 92/03/13. 2pp. 60984:284-
60984:285.

9203240242 PNO-l-92-012:on 920319,site emergency DGs declared inoperable & shut-
downs commenced on both units following design review conducted as result of NRC
electrical distribution safety functional insp.State of MD notified.
NICHOLSON.L Region 1 (Post 820201). 92/03/19. 3pp. 61056:270-61056:272.

9203240247 PNO-I II-92-013:on 920315,earthquake occurred in northern Ohio & plant
seismic instrumentation recorded earthquake estimated at 3.5 magnitude on Richter
scale.No damage observed at plantLicensee notified State of OH.
LANKSBURY.R.,  KNOP.R.  Region 3 (Post 820201).  92/03/16.  2pp.  61056:273-
61056:274.

9203240298 Forwards for info.biweekly listing of generic communications being consid-
ered or under development by NRC.including bulletins.info notices & generic Itrs.
BERLINGER.C.H. Generic Communications Branch. 92/03/16. WAGNER.P. Institute
of Nuclear Power Operations. 7pp. 61085:293-61085:299.

9203260123 PNO-I-92-013:on 920318,consulting teletherapy physicist for licensee in-
formed Region I of numerous therapeutic misadministrations that occurred between
Jul 1990 & 920228.

JOUSTRA.J., SHANBAKY.M. Region 1   (Post 820201). 92/03/20. 4pp. 61083:321-
61083:324.

9203260299 PNO-I-92-015:on 920323,loss of offsite power & concurrent loss of control
room annunciation experienced.Augmented Insp Team being dispatched to investigate
event.
NICHOLSON.L Region 1 (Post 820201). 92/03/24. 1p. 61165:031-61165:031.

9203260320 PNO-l-92-014:on 920323,loss of all offsite power & loss of CR annunci-
ation was experienced.AI! refueling activities have been stopped.One 4.16 kV safety
bus automatically energized from EDG.
NICHOLSON.L Region 1 (Post 820201). 92/03/23. 3pp. 61165:028-61165:030.

9203300071 PNO-IV-92-019:on 920325,licensee commenced reactor shutdown due to
unidentified RCS leakage of approx 13 gpm.Licensee will determine leak repair
method following specific identification of leak.
JOHNSON.W.D. Region 4 (Post 820201). 92/03/25. 2pp. 61110:312-61110:313.

9203300097 PNO-HQ-92-001 :on 920324,automatic emergency system trip registered at
Leningrad Plant Unit S.Caused by reactor fuel channel damage.Plant personnel per-
formed required activities cooling down shutdown reactor.
WEISS.E. Incident Response Branch. 92/03/24.4pp. 61111:032-61111:035.

9203300170 EN-92-022 on 920313,order modifying license (effective immediately) &
demand for info to be issued.Action imposed new reporting requirements to give NRC
added assurance that issues are promptly brought to licensee attention.
TROSKOSKl.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-92-045. 92/
03/09. 1p. 61225:008-61225:008.

9203300212 PNO-I V-92-018 A: on 920309,plant shut down to locate & repair SG tube
leak in A SG longer than 48 h.Licensee plans to request TS change to permit use of
sleeves to repair identified defects.

BEACH.A.B., MARTIN.R.D. Region 4 (Post 820201).  92/03/24. 2pp. 61111:153-
61111:154.

9203310099 PNO-V-92-008:on 920322,unit 2 declared unusual event & commenced
plant shutdown due to apparent turbine stop valve failure.Plant expected to be shut-
down for two days to investigate & repair probiem.Util might issue press release.
MORRILL.P.,   MILLER.M.   Region   5  (Post   820201).   92/03/23.   2pp.   61126:314-
61126:315.

9203310276 EN-92-023:on 920325,notice of proposed imposition of civil penalty in
amount of $100,000 issued to licensee.Action based on inadequate work control relat-
ed to EDGs.

TROSKOSKl.W., LIEBERMAN.J, Ofc of Enforcement (Post 870413). EA-92-024. 92/
03/20. 1 p. 61225:136-61225:136.

9203310289 EN-92-024:on 920327,notice of proposed imposition of civil penalty in
amount of $3,750 issued to licensee.Action based on thirteen violations involving inad-
equate mat oversight of Radiation Safety Program & violations related to training.
URYC.B.,   EBNETER.S.   Region   2   (Post   820201).   EA-92-038.   92/03/24.   1p.
61225:137-61225:137.

MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS

8912010039 Transcript of 891113 Public Workshop on Technical & Policy Consider-
ations for Nuclear Power Plant License Renewal, Session 1,in Reston.VA.Pp 1-90.Re-
lated info end.

*   NRC - No Detailed Affiliation Given. 55FR29043. 89/11/13. 188pp. 51890:130-
51890:317.

8912010082 Transcript of NRC 891113 Public Workshop on Technical & Policy Consid-
erations for Nuclear Power Plant License Renewal:Reactor Pressure
Boundary.Session 2,in Reston.VA. Pp l-83.Supporting info encl.

*   NRC - No Detailed Affiliation Given. 55FR29043. 89/11/13. 99pp. 51891:092-
51891:190.

8912010086 Transcript of 891113 Public Workshop on Technical & Policy Consider-
ations for Nuclear Power Plant License Renewal, Session 3:Fluid & Mechanical Sys in
Reston.VA.Pp 1-46. Related info encl.

*   NRC - No Detailed Affiliation Given. 55FR29043. 89/11/13. 61pp. 51890:061-
51890:121.

8912010091 Transcript of 891113 Public Workshop on Technical & Policy Consider-
ations for Nuclear Power Plant License Renewal, Session 4:Screening Methodology
for Sys Structures & Components Important to Safetyjn Reston,VA.Pp 1-81.

*   NRC - No Detailed Affiliation Given. 55FR29043. 89/11/13. 98pp. 51892:238-
51892:335.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